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frgtfrPPT 3ftT u i ^Em, *pt ifrratf 
3TT^7T 

19 2005 

729(M).—*R2f?R, 31N^cB cR^ 1955 (1955 4>T 10) cj?t ETRT 3 §RT 

PRxf cfn ctrcT ^ sfr? *ter sfk ^3Ter 3fcr fte^r 

3ffc 3Hlx|R PlcJK u l) 3TT^7T, 1998 «TRTt ^ Ricjl^ 3lRlsr>itf cfR^ ^ 

^ f^TT TOT t ^TT cJR^ ^ cTtR fcl^TT TOTT #, PtHfeifecT 3TT^T 

^ • __ 

' V 


1. Tifi&PH HTH, Rl’MK 3lfr RRM - 

(1) WS 3TT^r cFT Tff^TRT TOT HtcR f%T3 3fa ^Tel (5RTO 3^ ftcR°T ^ 

fcT^RFR 3lt? 3HMW Plcil^tJT) 3TT^T, 2005 t ; , 


(2) ^HcPT fte MRH TO t ; 

(3) TO W 4 Hcbl^M ^ TOfal cfJt flfrT Mt 

mRm I MH? - 3TT^1 3, yR TO> fcfr *k4 ^ 3RRJT 3ptf$TcT H - 

(cp) “3T^SRT” ^ HtTO W&t ^tuToT 4 31^1 ^5q ^ 2JT SwiRlycf 

^q £ ^ TO ftTOTT 3lMcT t faTOf* ;mR«h*iw^ TO 

MRcfta HTTO> ^ RPl'&T TO5TO6 3TT^ Tftf 2796 3fhf 3T1^^7T 1460, TORT* 

Tfef %e 3ffc ^TcT ^f^T3ik^^3RT^^t ^RT-7m 

TO WR |[RT STftRjRlcT ^ TOJ, 3T^<3T3j! ^ ^ t ; 
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:*9) “HifitfKT Hil^q>i<T’ arfttor grcjf <* ^ grftte^r _ 

^«Rra5rtt%t ; * 

*0 “unitor” % fcrr xtii arfga aiftjR # # f^ft gMt * nr aftstf 
'X ftRwt ffctf ta m f^m Ifc w ^ ^ w w i ^ 

^ ;3 * ra5T lJ,R ' t7, 3Rnfe 

3^g> HlaRR), ;gj^Tii^) zn arfiranri £ ; 

^ *“^51x1. ^T 41^101 ^of cR sfR 1 , U$u|, 3^7 

^^ IcP? rn t f%7ft 3RI 5>R3re ji TTgqfcR 3 gt 3Rrai • f^ft 

^ *»* ^ *** ^ ^ ^ afftto £ 3ft7 ^ 3ra^’ XHti 

^frlpifti, ^4-qi'?) 3#T ST^T^crf # ; 

<? ** ^ra” % *Jl* ?m^i4=T ta (fira* araifa of** ^ ^ 

;tt7 BRiJk 3i^oq =iif ^ uft arc<to arra * fofJfe, 7 ?. anf xjti i 46 o 

< ft 3Tft$TT3ff T^f g^rr £ . 

(^) 3r ' imK? ^ STcpfcT f%T^ 3fk ^T #3fcT ^ft cTRcT 3fft Rfa 
cvti ^ fftHfeiRsId 3 >t 4 #ft ;- 

( ) srofitem, 

(i) W 
C ii) ^m> 3 T?r, 

( v) 3mT%5?T ffimt, 

CO ^iRjchd m, . 

H) 3mf^?r ftani, • 

(vii) ^rnTf^cr mm, 

(viii) 3rfcBWR; 

(ix) m fop*, 

^ * ^fTT ST^M^T ftef, f^FI^ 3mft?T ^TT *#Rr 

^ »f t, #, v*r HHcr> «zj?r ^ f^Pi^i ^r. 3nf <rt 2 796 ^ft srftTOff 

t; 

(?l ^ ^?ct wifew fg §wH ft^rfcm 

^ *s9*>wh wt^pt srnf # * cp. ^ 

5rt m t mf^cr cfftf cnfer, xtf m ^ ^ 

SRT TR 3?ftofsT?f 3?5#Eff ^ 3T^TR, ^T ^ wWl UT c%rft 

jft (R f?Re ^11 \J3n ^\Jid f^RFT 'JIT tonr ePft # * 
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( 31 ) “t^rfcnm” tpT rtf - arf fc *ff arf^re, 1934 3 t ; 

(of) “^TJT” ^ vddliq ^ yRqsd ^ foPJ toy dl^ 3le) fcH'tfl 3TTSJH ^ ft 

vd^|c{ c£ *Uku| ^ f^pr y^ckl f^ft WZ ^ >d^iq ^>T ^VMI ^TF xgtA ^5T H<Jc-1 
^TI t 3tk 3T?Pfa ^TT 3jraFT ^T *JT? f^TT^ ^ cf^ 3WTf4<£a 

yqd ^TT <*>l4 ^ft % J 

(t) “\3fl l5” 3 f$T£ 3fk ^tuTef ^cT 3T^nfo t ; 

@) ’ *, ^T 3TT^T ^ WPT SffafrcT t ; 

( 3 ) aftrc” 3 3ff^-I 4 wf4f¥fe ^ fcPJ 

tfPml ^ ^ 3tcR 3fM^ t ; 

(a) “ HRd l g g? ” ^ ^FFT srf^tT 3 tM^T t fyf% ctoT wft, fa# c^ei^b# 
fa# n 53#W 5RT #5* ^T ^T ifaol mR 4^T ^># ^ f#7 
^jq ^ MlRlffi cT faOT W t 3(k ^?fa 3##T ^kfa yfcTplfa ^FT ##*?# 

At ; 

(u[) “3Hlll^<J>d ftPl-H^” ^ ftft TOR ^ ^cT cqqpt^i |JRT WT^t fav 
f%^ft ^ viodyd ^ fa# czftgr^f ^TT vJM*4ckii ^ fa# 3T^F #t?# ^TI OT^faTT 
ZfT fa# 3^ czrf^r ^TT# c£T 3Tcr?UT ^T Alfa 3 TMcT t ; 

(cf) “3FHlRl<£cf 3?#’ ■# ^cf chMp|4i s[RT 3 TtRT^?T *#cft ^ fa^T ^di # \3d4iq 
ft\ WQ 3##?T t ; 

(*T) “3T3#£facT fasby” ^ ^v5?T *K<*>k "m ^cF q#Pl# s[RT ^T 5r4t^H ^ feP? 
vSTT^t fcftl Tjq cfc \3ecTHTT 4 'ft 3TT^?I ^ f4>4) ^#1 ^ ^cdyd ^ 

f§T$\ oift^t ^TT NdM'^cWI ^RT 3f^T ^T viM J 4lcRFT cf^t 3T2T^T Rb41 3T^T 

cZTf^F c^t te^r 3 TMcF t ; 

(^ “3WTf^f?cT cPS5TT” ^ ^T 3TT^T ^ ^ ^ f^ ^T v3^F 

^Tf ^vjjcH "qT fcft$\ ^tfcm ^TT^ ^FT f^^T ^T, ^f^IcF ^cT cprtt S(NT 
ufl^t fcF>q f^f^TT^T fcf^F qwt^vrfl ^ f^TT cql^Rt ft f<ft$\ ^ Rl4^l u ! 
^ 3T4RT ^FT r 3 tMcF t ; 
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(*) 3 teft GiftsgRT teft ^ 3cT gte gRT k*RRf oEfrgRt ~*f 

3*; ter t, mf^Kf k gfcte? <r te? ht cm ^tct 

gJT ffofR gRHT arfStfm £ ; 

(*T) “3fftf^FRT OTtg gH teg” k tel czfkkT gRT wtet 

ht >3^r ^t #vfcT gq ten gRgr arte? t gfr ter Ite ark 

iluld g* fd<? tefa HRg> «q^r g> tete Ml g>H?T: 3Tlf TRT 2796 
1460 g> 3Tg^q R# t I 

3. ^Rin gn srgTn afk tesn :- 

(1) qgm toh ^ ^ng gn mR4?h MRgi*g> srt ^ tel annH ht fg> gte 
teTgnwtegg, hr gam Rtekt gRT nsimterar afk qtenntekrgRT 
HHf^T ^ akr ter nftn vjcRTg k te g> te tetea intekt, qRcigg 

Hlf^cnixl 3ik clef '^M'ft gKI \jRki ?tHT W-HlPld 'Pb'UI HHT £ afk vT& H<5K U I HT 

tew wh <r cMifci^ afk nrer te g5t gran ktt k 3M 4 qRgrr gte kt 
^ci qgm wr k qRgfr te ^ ^ I 

(2) qRgrgg* ng ^Rrfte gknr fcfr ^ng gg qfteg ter ^ ante nr €g> 
jpk # ter wqHT gfr hh^rt k #a4g afk ctiori«k te ^ k 1 

(3) tekt nr tete armn ht €g> £g> gg tekr g? mqr gRgT 
t, ns ^Rf^d gR% cfc te M«rt gkm,- 

(g>) left te armn m £4? ^g>, 1vJRrg> aicidcf 'did afk men 1?, f^Rft ^ 
WT 4 gjfjf g?T Tf^ ^ ; 

(^) feR \3cqm n5t htr 3fk qqifei^, nkpft gRi yfkt te Rq qten 

n^ncfkt ^ arjHR ^ afk vjcmis HR^fkr hm^ ^ 

teter wsiiicb an^ qn 2796 afk anf xrt i460, nm?i: te? f^r? afk 
^ 5 ? 4h ^ter ^ fkq, ak^nait ^ arjHR t i^i qnkFT ^ fcTq ^ 
nkrk vjh mRsh S'kii^dl' ^RTg nn hhr 15 f%k r? ^qgte 
nkk afk ^kkt m wite, iter hh arkrte wq xite afk 

^3te cf«n ^5 MRdlgch ^ gRT, TO g^TT^fRn, 

^cqig gq rjht >rte afk apn ^rr k nte kt, ^er nte gRT 
ten te | qkgR gte'Off # gte UHR ^cRT %. ~fin # 
^RTg 'k is fM UHR # aicR, +/- 0.003b k ante te 

inflq 1 


gq Ht^ 
afk ark 




(4) 

^ irt * **& x*™ t*l t^tft^ ** * 

-4?h g> *w 4 5nrm fagT wr ^n % *n ^ra> ^ anraPra ?l 

(6) aiW, ’tf&IS^. ^Wt^I m ^ 3RI arf^ fts^t ^ m t 
g?J^ ift TJefJ gT SrftR) 3RraR ^TTl 

(7) ^ %e afh? ^ %n #sra gfan *n fasg ^ ^ 

ingr cfcger gq Praro ^ % fagi 


4 . 


gtg7 %g 3ft7 ^ ^ ^ <* ft**™- 


^#g **prc m Jnfafg *&* * ^ ^ ^ *V 

gg ^ntig^rrat *n ^jg?iM g>t f^°H 3ik f^g ^ <r)>! ' ITl 

ajuHI-‘ 

( 1 ) ginf vfift *fi ^ ^ ^ 

gj^r * fin? 5nfag*r sra ^ ^n %. ss ^ ^j ^" U ** 

to g? jtw * sgarc alter g>te. ftra* ^ ^ ** ,f 
?3g* * U gT grn^g aiRra^. 

afk gi^fira> % #5norg g> w ^ ^ * **te ^ M 

to wr an^r gft gtfar ^ «* -wng gft ww a*®* ®^T?^5 
™ *M * g* A gwr * *nai * <fr irtw * w« wr «*"** J 

to «if *fl « g» artsn g^r * turn*gtoftrc^w ^ * 

( 3 ) g*#g wk® * ^n *f* 

: 

g^'fertftjnftwrtr 1 



THE GAZETTE OF INDIA: EXTRAOR nTM a p v 


3 artII—S ec. 


3^ qicjV^lmcf ^ *ilct (tike 3(1? \jrq ^vjfcH g>T H<{W 

3TufeI ?STT^T 3^/41 Wmt-^TcT <£ fc P l i^ q ftq | u { ^ 
^TW f&C zfft v}r^ cTTT #5fcf eft, efr ZJT 

fT Vm W\ $ ^rjof 3, TO cFTT, 3TT5TTW «RT ^ift 


Torreft 3ifr a f fo a gm gft srf^r 

i) ^rf&rfcr, ^ir ?r<pr gr ^ ^rt ^rut ^ 3 ^ ^ 

i^T ^ 5FTt^F|jcT >fR^TR gi ^R*T '*R3?R 35T ; ?Rf t Tf^Rf 3Tfl^>r$t gr ^feRT 

m 3ff^T xjfcRT 3Tfsfan$ 3TOcTT 3Tf^T^ ^ 3Rjg cfl 

^Fft ^r ^ 3®m%, 3tt^t Bwfr <& arjtneFr cpr ^ ^ 

gj wn g>T cr^ g> snrKJnr ^ foR f^> 3 ?t^j gj fcjR 7 r 

^r TTteH f&^i ^jt t ^rr f^M c(r^ grr cpr&t t sn^i c£ ^ 

^ vJc^im on ^ t ^ ^ mn t > 


0 1%^t c%l^ ( TTf^cnBch, OTTto <TT ^ 3RS ezrf^f ^T ^ cZ^ gr 

^ ,6er> ^ c^r epjfrll^ gr 3?f^rcRTt t <& f^ft TOFT qf^f 3 JT^T 

7 ?TeTRfr cT TP^TT : 


IH 

in 


3) fo# arfgft *FT TOT *TT TO3 5Pt tip TOFfTT 3lk TJTOff TOTRft V* TO^TT 
IW, dtMiq £ XJcp WH ^ TO W ^ 53fl^ <# f^j £ 

r ot<uVi ft>zn -grei Rid t i 

l) ^ <3 'H'ti'M 3(k d<MIC ^ ^TcR cpt 3lk ^FT FTT=T ^TT 

a ^rr omoVi ^ 5JHJ7HJ fiNft 3Rt crif=i ^n ^ FPrar ^ ^ ^ f^, 
if omj ^tj crif^ gyt 3rfirafoi m ^ ^ ^ 

cpt rw ^ 3Fftn?m <jrtf ^ t^ra, artHroRpi ^ <n$ ^p?ra^r ^ 

rar £ wkt, 3ncRzra5 cr^ 3rfitfWt, 1955 ^ 3i^r ^t 1^ ^ ^ 

^ra ^ <£ fa? 3fk ^ sra^ ^ eiftp ^f> 

feR 3TR^ch iddRijl ; 

) aiterS, qferg^, gtmtaaT w fe# sri arf^ fina<£ aff^, 

^i6 » jt ^ eftfentf ^n 3jfira5Fit ^ qft arracpi 4 sft wrawcp 

^ 3lfi|cl^ s | ^fl q'Kil^Wl TO, ^?ft dplddl ^ TO 5 ^ vpt 

^t, 5P? ^TO, 3Tfira?Dt ^Ijf gjft cR.^h^,,, 1 


I'M 


er srt&m sFm<s (^) ^ (g) ^ 3 t#t ^ ^ ^ 

^T ^ ^RRt cPt cl< 3 61 <5 gj^TT 3ik f^R TR cPRuff 

7 ^ wte gy f^t ^ czjf^ ^ 

' ^WTT I 
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(3) cTeTRft 3ffc 3lRlil^u| ^ 3 UliMl *ifeaT, 1973 (1974 g>I 2) gft QRf 

100 vETOTO RfclRIcHJ 3TT^9T ^ 3T^R ddlRl^ 3fk 3ifti46 u ll g>t cTR 1?f*t I 

grr n^n <&ir 4j<hi 

(1) ^ 8 g> 3?tfR RTf^KT, gg uTfa gR^ g> feH? 1% vd^iq g>T q-Kd 3RI 

MRft l lcRi , ‘HKciR HTW «^T g> faRfer ^snrm> 3TT^ X^T 2796 3fk 3TT^ ^ 1460, 

35TRT: f%T? 3fft XJrg zR ^tvifcT g>t 3rtSTT3Tt g> 3RJWT t, g3JTf$# ( 'fivld, 

STR gT W% ^ WF X^ftftgR 3TRRt 3 ^ eRT I viRT ^ ycdR Rd>i*i g^g ^ 
fcR xmcT t ^?T, ^ 3(^) g> 3P^TR ^ gRT W §3TT ^fTO ^T 

ift wi*11cii ^ fcR ^nj^tcT fo><\i ^mpn I 

(2) H l R l frfl 3Tftgg$, 5R^g> gW f%R g* XTcJJ tcR? g* ® ^ gT 5R^g> ^ST ^ 

^Rrcr g> gg^ g> cftg #ot I gto f%re g> ^r g*^ gT ^g gfct <£IvTcT g>i 
T^> H^dl, gT MRae^idl gT *f4f£fd <*jfgd g>T, M^SRI gT ^ 

^ gg) vJ'dd?I 't^f&cT 3Tf^R5TT A g*J^ g>T mR^TcT ^ STJ^T *i(£d Hldcft ^TT I 
jjR? %e g> gt gJj} gT vJ^g tg 4)dd gg TJg? g*jgT ddRld ggpft gT f^TFT gRT ^ 
•^rxf^ 3fR ?W gto f%ne g* gt g*j^ gT \5^ ilvuci ^ grr vjh^Vi 

MilVi^ncfl HtecRuT ^ fcP? f^TT 'Jll^^ll ; 

( 3 ) ^ ^ef ^r MlRl<J>d arftoRt gRT f^RT% ^TT fcRTT t 3jk czftertt ^IT 

xrRargwctf ^ oufcfo tit nRiPifti gRT ^’^Qd wr ^ e'tdiwRd R>^i 

\5TTW 3fk ^cf ^R, d^K f^RT g>T ^fR, ^ RRT ( dl^ka, 

tfTfacfKT 3TftJd>l^ giT ^TR, czffgT^t gT nRqe'imdl ^ >ti«iltld «jf5d ‘ST vj>dc^ yfciPlRf ^ 

^TR g> f^R 4 ^Hchl^ StcTffe gt^ft ; 

> 

(4) M l R l ^ ' d aj fc c fr Tft feT? XJ?qTg ^ ^ ^t, 3T^t 3 ^ tffecff&d 

^froncTT cpt RT 3RT f^Rft ^t M^l^llcll c^t *K<*>K gRT 5RfRR <f> fv 7 ^ 

3jf^RjfrR g5! uTR, Rff vSTTR gR^ ^ f^RR f^> vicMK g»T ddcd 3fo 3TR MRRif ' -fT, 
■JTRcfhZT TO sZjfr ^ RP l ^ T ^RRR? 3TT^ TRT 2796 3lk 3TI^ tRT 1460 5R?T: *fTO? 
1%^ 3^ ^T ^T Jtvfcl cf^t 3T^«TT3Tt ^ 3R[WT % ^ fcHJ g^T f^T ^ ’ftcR 

^RT I 

(5) (4) 3 dfcclR gg JRfTWcTT, R%kT 3T%g?Tfr g^t, MgVRIIdl 4 ^ 

yifer ^ f^r ^ tfftR wg ^rr i 

(6) Mlfclfrd 3Tf^g^t, XRr v5Tm mR^IIH g^T, WfMct mRc16-1^ci! RT wRm 

cZjf^T 3^ cfcT gtrpft g5t ggRTTTRT ^ Wg mR<J||H g5t STlf^T ^ gR c^ iftcR 
^^Rld gjT^gTf g) fcR ^Rjf^R cbVll ( 
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313 $* n 

[^fes(i)^f] 

WrM 

(^ 3lk s3~* ^T ^eT ^ f^H *PT HlfeW *TTt ^ tc^) 


^rar 3, 


^r^TfcTO^r afhr T^rmcTO 

nm m&K, 

fcsft -110001 


i.o 

2 .o ^ tft f^R (sfr cti^ n # ^ ^ 3 ) 

2.1 qfere fcrfifcs 0M«fl/wjte fotfifes ^/ *rewrft ^/ 

3T^T 
3.0 ^T 

3.1 <fa*3<fd ^TZjtePI 

4 o Pi^icbV irnfartt/ ?3Rrar$t £ to, ?ct aft? toft^R ^R? I 

■>nf aft?faT f^j ^Fl $ fcitj ^rra f^n^mti 3 n*difi«i 3> sjft- 

(i) ^ amnft^ froT?frg^ wR^Rt gft wffl sltatar Rerih 
^<H¥ l 'N5 ’ 4 >N<SFft cFT 3mR«r>a Efcf 3»t 5lTRr aft? mRaSH M-tjf^tllsft «l'(fl 
H^te i a tt gn Rww ?tftct ; 

(ii) gT-F^T ^r aicpfa ^Prar '^R aft? ?issg ^ 

aiMR^ R tRf/ H i <j»R PP % W FJTO, 3RR^R cRf aft? Hiyf^ ^ 
SRT^RW *i*i-a t, ^ ^sft^T 3tfa vKHl^ ; 

(iii) 3 ihR«j>ci xtW ^cf ^ cR*fcf ; 

(iv) 5R?5f!PJ5 % /ft^feR R TOitf/qci.ift.tft. Wf Wfi. 

cn^j ; 
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(v) I ^ fcTT « tWlicit?) 

cf> foPT SlRlRcKi 3TTf^Rff eft WM cjvft cf> fcR ^^cRi ( ^>^ | cbcH I Ml 3 
RRfaFT ! 

f^TJI :- 'dM^ckl fcfRrf^t ^ I^RT f^ji||chdlM W ^ #ft I 

€ .0 M zfo 3^ mR^vjHI^t! <ft <£ fenr ^pft ^ cTT^I #|cT ^ 
I ft c^T 'MHil \dM<Rtd fcH^l I 

1 .0 Rm u H 3>t ^ft*T cfjj fcpRUI-- 

(i) Rm u H R>^ v»fR 3Tft vicHlcfl ft PcIPT cf?T ^pftcf ; 

(ii) TOTftcT R^vJ TT 1 ^ 3ftr Wlftpl R>kJ >3|T% ft foT? y*dfRd ^ftvn 3fR 

3RI OTft mRm ; 

(iii) feft 3fR '5^cR ftctflfti ft fcpr ^TTcfi ft mRc|^ ft TTPR ; 

(iv) TOlftcT fcF 5 ^ vJTPt ft fc^r JHcTrf^r Plcblft’ TTC5IT 3fR 

?pit ^rft tot ftnsprr swr ft *qft ; 

(v) R^ld wft ft ^TcPtcT 3lft 3lft vicHl^j ftt <pof 'RT5TT 3^7 
. 5T^R I. 

-vdM^cRlft #1 3-eZfft iJSPJkT: WR Ift^ vimj I 
£.0 yccpx «in*Jdl3Tf 3fR Rh u I «1 *\q\ cilbqdl^ff ft ’fM*! 3 3t^Mld’l fti' 

m- 

(i) ft<?T ftft 3 WTftft ^rft <jftr ywiRd Rcb i ft ftt 

tiwi ; 

(ii) ft^T ftft 3 totRct ftt ^ift mcft jraiRd 3 tr Rm^m 
3RWHT; 

(ii) RfTHFT Rh u m cnnPlft *iRd ytdiRci cjiRif^c* cfv?R, ^R ft ; 

(v) 3Ri (^rm RRRv ) i 





r^mi—~gro3(i)3 




II 


9.0 


10 . 




^ t affc * *m crt vt tin «*.'Jj 

<f>l$4Tj <J> Cel's ^*TT l 


?rrte. 


(e'ttfTSR) 


: 

q^rm. 


4> 


3T3*3^ III 
^5 ©( 4 ) ^r 

O^PW ’Pj-fi * 'rft« u ' * ^ M< * v,, " cU< j 
ftc! grafts aft foma f^sir^ JwVuneii'i 

(i) ma witoH fafofcs. 

? 1 %ir otto fafftfes aft*.--snf 4Mt ^ ^ ^ 

fttjuH (ftrcrai 3i?pfa to<i HaVmidnj ’ft f) MaVmiwi'f ; 

(]1) gtnTfrra otto f^rft faftH «W* ™ 

41*1 1 j j r ra, f^icn cf>Wxi»R, arm ; 

(iii) ^ wri^H foftfcs, f^r^t u^rarai... ^m, ttt - 

600019 crf^TcHTf ; ^_ v n 

(iv) aM 1^5t5^t ftift^ flron* 5Pfnrarai, ine aracrryTcr,-^w- 

(V) WI 7 tom* & f*rf^. ^ramrar, *** 

xft.afr., warot. ’jsiroa. «.*. * : 2. 574149. ^fep ; ,_ 

(vi) -i^i^ft’ is ffc>nprft OTfrarai ^frrc. ®« ; 

(vii) fen’T* m - ^ (7TR) ’ 

f>fr^TirTTrW C^t3fr) WN (faen)-361140, i 
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(i) a?fa> ^pr f^RfFH torn 'srtFvm tt, ii/iii 

^ 110066 ; 

(ii) ?T\3?f. 11/ 1, ujufcr ^ 3Tcfi^< chdcbTi1-700027 ; 

(iii) ftWtaoi TJ?TT, -110012 ; 

(iv) alt? s'lifafanei H^Viwcfi, a#? 4ifi>M f^wr, 
'rtxtuiy, ; 3ft? 

w i w frwiiw^ 


® V^oikc uFRef 3TFT> ?^?J jpfpmien, 

4^t ^t. 229, 4>H^ ; 

(ii) ^FRcf aw Hfriflidi (sntftvmz) ^ftanf e ft - ji^chH , 
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ministry of petroleum ap© natural gas 

ORDER 

New Delhi, the 19th December, 2005 

G 5 .R. 729 (E).— In exercise of the powers conferred by section 3 of the Essential 
Commodities Act, 1955 (10 of 1955) and in supersession of Motor Spirit and High 
Speed Diesel ( Regulation of Supply ,Distribution and Prevention of Malpractices) 
Order, 1998 except as respects things done or omitted to be done before such 
supersession, , the Central Government hereby makes the following Order, 

namely: - 

1. Short title, extent and commencement - 

(1) This Order may be called the Motor Spirit and High Speed Diesel 
(Regulation of Supply, Distribution and Prevention of Malpractices) Order, 200?; 

(2) It extends to the whole of India; 

(3) It shall come into force on the date of its publication in the Official 
Gazette. 

2. Definitions - In this Order, unless the context otherwise requires,- 

(a) "adulteration" means the introduction of any foreign substance into motor 
spirit or high speed diesel illegally or unauthorisedly with the result that the 
product does not conform to the requirements of the Bureau of Indian Standards 
specifications number IS 2796 and IS 1460 for motor spirit and high speed diesel 
respectively or any other requirement notified by the Central Government m* 

time to time; 

(b) "authorized officer" means an officer authorized under the provisions of 

clause?; 

(c) "consumer" means a person who purchases product from an oil company or 
a dealer appointed by an oil company and stores or utilises the product for his 
own consumption and include his representatives, employees and agents; 

(d) "deafer" means a person duly appointed by an oil company to purchase, 
receive, store and sell motor spirit and high speed diesel oH whether or not in 
conjunction with any other business and shall include his representatives, 

employees and agents; 






THE GAZETTE OF INDIA: EXTRAORDINARY 


PartII—Sec. 3(i 


(e) ' high speed diesel" means any hydrocarbon oil, excluding mineral colza oil 
and iurpentine substitute, which meets the requirements of Bureau of Indian 
Stancards specification number IS 1460; 

(f) "malpractices" shall include the following acts of omission and commission 
in res sect of Motor Spirit and High Speed Diesel 

(i) Adulteration, 

(if Pilferage, 

(iii) stock variation, 

(iv) unauthorised exchange, 

(v unauthorised purchase, 

(vi) unauthorised sale, 

(vi) unauthorised possession, 

(vi i) over-charging, 

(ix i sale of off-specification product, and 
(x) short delivery; 

(g) motor spirit” means any hydrocarbon oil, excluding crude mineral oil, which 
meets he requirements of Bureau of Indian Standards specification number IS 
2796; 

(h) "oi company" means the Indian Oil Corporation Limited, the Hindustan 
Petiole jm Corporation Limited, the Bharat Petroleum Corporation Limited, the 
IBP Co Limited or any person, firm or company duly authorized by the Central 
Government who is engaged in marketing and sale of motor spirit or high speed 
diesel < irectly to consumes or dealers in accordance with the stipulations laid 
down by the Central Government from time to time; 

(i) "p(i Jeum" shall have the meaning assigned to it in the Petroleum Act, 


(i) "p<L Jeum" shall have the meaning assigned to it in the Petroleum Act, 
1934; 

(j) 'jflferage" means stealing or attempt to steal product from a container 
used for transportation of the product or from a receptacle used for storage of 
the pro Juct and shall include any unauthorised attempt or act of tampering with 
such container or receptacle; 

(k) "product" means motor spirit and high speed diesel; 






0 ) 


"Schedule" means The Schedule appended to this Order, 


(m) "stock variation" means variation beyond the norms for permissible 
variation in stocks as specified in Schedule I; 


(n) "transporter" means a person duly authorised by an oil company, a 

dealer or a consumer, to transport motor spirit or high speed diesel and shall 

include his representatives, employees and agents; 


(o) "unauthorised exchange" means transfer or receipt of the product 

from a dealer or consumer to another dealer or consumer or to any other person 
in contravention of the directives issued by the State Government or the oil 


companies;. 

(p) "unauthorized purchase" means purchase of the product from so 

other than those authorized by the oil companies; 

(q) "unauthorised sate" means sate of product by a dealer or consumer to 
another dealer or consumer or to any other person in contravention of the 
directive issued for the purpose by the State Government or the oil companies or 
in contravention of any provision of this order; 

m "unauthorized possession" means keeping of motor spirit or high speed 
diesel or any petroleum product or its mixture, in contravention of the provisions 
of this order, under the control of dealer or any other person without valid s*s 
documents issued by the concerned oil company; 

Is) -oiler charging" means sale of mow spmi o, ugh speed diesel by a 
dale, ata price/rate higher than that authorized by an oil company from which 

the dealer has purchased the product; 

m -sale of off specification product" means sate of motor spirit or high 

speed diesel by dealer of quality not conforming to Bureau of Indian Standards 
specifications number IS 2796 and IS 1460 for motor spirit and high speed diesel 

respectively. 
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’roduct supply and transportation: - 

The product from the supply point shall be transported by the transporter 
container or tank-truck certified to be fit by the explosives authorities, 
Port authorities and oil company to carry the product with accurate 
ation as certified by the weights and measures authorities and supported by 
ry documents and deliver the same to the storage or dispensing point in 
ame condition as delivered to him by the originati' j supply point both in 
ct of quality and quantity. 


(2) rhe transporter shall ensure that the product is transported only in 
containers or tank truck which is properly sealed and locked. 


(3) "he dealer or consumer shall inspect such container or tank-truck in which 
he receives the product to ensure, - 


(a) that the container or tank truck, including the seal and lock is not in any 
manner tampered with; 

(b) that the quantity and quality of the product is as per delivery documents 
issued by the oil company and the quality of the product conforms to the 
requirements of the Bureau of Indian Standard specifications number IS 
2796 and IS 1460 for motor spirit and high speed diesel respectively. For 
this purpose, the oil company shall indicate density of the product at 15 
degrees centigrade in the delivery documents and the dealer or consumer 
shall maintain a record of densities and keep samples of product duly 
signed jointly by him and the driver of tank truck and also take other 
measures as prescribed by the oil company. The variation in density at 15 
Jegrees centigrade of the product in tank truck compared to the density 
mentioned in delivery documents should not be more than +/-0.0030; 

(4) No person otter than the dealer or oH company shall be engaged in the 
busines of seffing product; 


(5) No person shall sell or agree to sell any petroleum product or its mixture 
other than motor spirit or high speed diesel or any other fuel authorised by the 
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Central Government in any form, under any name, brand or nomenclature, which 
can be and is meant to be used as fuel in any type of automobile vehicles fitted 
with spark ignition engines or compression ignition engines; 

(6) No dealer, transporter, cor ony other person shall indulge in any 

manner in any one or more of the malpractices. 

(7) The delivery or sale of motor spirit and high speed diesel shall be made by 
a dealer of oil company only from authorised retail pump outlet; 

4. Restriction on marketing of motor spirit and high speed diesel- 

No person, other than those authorized by the Central Government, shall market 
and sell motor spirit or high speed diesel to consumers or dealers. 

5. Grant of authorisation to market motor spirit and high speed diesel 

(1) Whosoever desires to secure authorization to market and sell motor spirit 
and high speed diesel shall submit an application to the Central Government as 
per the form given in Schedule II along wHi* r ee of tens lacs either by 
way of banker's cheque or demand raft in favour of Pay and Accounts Officer, 
Ministry of Petroleum and Natural Gas payable at New Delhi. 

(2) After scrutiny of the application, the Central Government shall, if it is 
satisfied with the details furnished by the applicant, after requiring the applicant 
to furnish bank guarantee for an amount specified by the Government, issue 
authorization to market motor spirit and high speed diesel indicating the terms 
and conditions of such authorization. 

(3) The Central Government, if is satisfied that any of the conditions relating to 
the author* as specified in clause have been viofated, may cancel the 
authorization issued under this clause : 

Provided that before cancellation of the authorization shall be afforded an 
opportunity of being heard . 

6. Supply of motor spirit and high speed diesel blended with ethanol 
and bio-diesel - 

The Central Government may by an order, make it mandatory to motor 

spirit and high speed diesel blended with a specified quantity of anhydrous 


\ 
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no* and/or bio-diesel in the whole or any part of the territory of a State or 
fe of the territory of the Indian Union. 

tower of search and seizure - 

Any Gazetted officer of the Central Government or a State Government or 
x)lice officer not below the rank of Deputy Superintendent of Police duly 
)rised, by general or special order of the Central Government or a State 
mment, as the case may be, or any officer of the oil company, not below 
ank of sales officer, may, with a view to securing compliance with the 
sions of this Order, or for the purpose of satisfying himself that this Order 
iy order made there under has been complied with or there is reason to 
' e that all or any of the provisions of this Order have been and are being 
i about to be contravened.- 

enter and search any place or premises of a dealer, transporter, consumer 
y other person who is an employee or agent of such dealer or transporter 
lsumer, 

stop and search any person or vehicle or receptacle used or intended to 
edfor movement of the product; 

take samples of the product and seize any of the stocks of the product 
he vehicle or receptacle or any other conveyance used or suspected to be 
for carrying such stocks and thereafter take or authorise the taking of all 
jres necessary for securing the production of stocks or items so seized 
s the Collector or District Magistrate having jurisdiction under the provisions 
Essential Commodities Act, 1955 and for their safe custody pending such 
ction; 

inspect, seize and remove with, such aid or assistance as may be 
>ary, books, registers, any other records or documents of the dealer, 
orter, consumer or any other person suspected to be an ,employee or 
of the dealer, transporter or consumer; 

While exercising the power of seizure provided under sub-clauses ( c ) 

I) above, the authorised officer shall record in writing the reasons for doing 
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so and a copy of such recording shall be provided to the dealer, transporter, 
consumer or any other concerned person, as the case may be. 

(3) The provisions of section 100 of the Code of Criminal Procedure, 1973 (2 of 
1974), relating to search and seizure shall, as far as may be, apply to searches 
and seizures under this Order. 

8. Sampling of Product 

( 1 ) The authorised under clause 7 shall draw the sample from the tank, 
nozzle, vehicle or receptacle, as the case may be, in clean aluminum containers, 
to check whether density and other parameters of the product conform to the 
requirements of Bureau of Indian Standard specifications number IS 2796 and 
IS 1460 for motor spirit and high speed diesel respectively. Where samples are 
drawn from retail outlet, the relevant tank-truck sample retained by the dealer as 
per clause 3 (b) would also be collected for laboratory analysis. 

(2) The authorized officer shall take and seal six samples of 1 litre each of 
the motor spirit or three samples of 1 litre each of the high speed diesel. Two 
samples of motor spirit or one of high speed diesel would be given to the dealer 
or transporter or concerned person under acknowledgement with instruction to 
preserve the sample in his safe custody till the testing or investigations are 
completed. Two samples of Motor Spirit or one of High Speed Diesel shall be 
kept by the concerned oil company or department and the remaining two 
samples of Motor Spirit or one of High Speed Diesel would be used for 
laboratory analysis; 

(3) The sample label shall be jointly signed by the authorised officer who 

has drawn the sample, and the dealer or transporter or concerned person or his 

representative and the sample label shall contain information as regards the 

product, name of retail outlet, quantity of sample, date, name of the authonzed 
officer, name of the dealer or transporter or concerned person or his 

representative; 
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(4) The authorised officer shall forward the sample of the product taken 

dev* to any of the laboratories mentioned in Schedule III or to any 
' such laboratory when it may be notified by the Government in the Official 
tte for this purpose, for analysing with a view to checking whether the 
density and other parameters of the product conform to the requirements of 
Bureau of Indian Standard specifications number IS 2796 and IS 1460 for motor 
spirit and high speed diesel respectively. 

(5) The laboratory mentioned in sub-clause (4) shall furnish the test report to 
the authorised officer within twenty days of receipt of sample at the laboratory. 

(6) Ihe authorised officer shall communicate the test result to the dealer or 
transporter or concerned person and the oil company, as the case may be, 
within five days of receipt of test results from the laboratory for appropriate 



wer of Central Governments to issue directions- 


Eentraf Government may, from time to time, by a general or special order 
to any dealer, transporter or consumer or any other person, such directions 
insiders necessary regarding storage, sale, transportation and disposal of 
spirit or high spfeed diesel and upon the issue of such directions, such 
e'/ transporter or consumer shall be bound to comply therewith. 


verrkfling effect - 

ovisions of this Order shall have overriding effect notwithstanding anything 
e contrary contained in any order made by a State Government or by an 
of such State Government before the commencement of this order except 

sects anything done or omitted to be done there under before such 
incement. 
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SCHEDULE I 
(see dause 2(m)) 


Details of norms for permissible stock variation 

Variation in stocks in underground tanks is considered to k* teprid normri 
operation level when the inspection establishes that the vasW*» to ateete m the 
underground tanks is beyond +/- 4% of tank stock over •net above. 

(!) Evaporation/handling losses in Motor Spirit as follows - 

0.75% on annual average sales of 0 - 600 kilolitres 
0.60% on annual average sales of above 600 kilolitres. 

(ii) Handling losses in High Speed Diesel as follows - 

0.25% on annual average sales of 0 - 600 kilolitres 
0.20% on annual average sales of above 600 kilolitres. 

(Shrinkage losses and temperature variation allowance quantities on Motor 
Spirit/High Speed Diesel to 
applicable). 


(for issue of authorization 
To, 

The Joint Secretary, 

Ministry of Petroleum and Natural Gas, 

Government of India, Shastri Bhawan, 

New Delhi-110001 

1.0 Name of applicant 

20 Type of firm(strfce out whichever is not applteafcte> 
ii public Umited Company/Private Urr#*l Ctoto^^artnersh.p 
firm/Proprietorship firm/Others 
3.0 Address 
3.1 Registered office 


be taken into account wherever the same are 


SCHEDULE II 
[see clause 5(1)] 


^^^MotoTspwit ami High Speed Diesel) 
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4.0 Names, addresses, telephone numoers of 
Directors/ Partners/ Proprietor. 

5.0 Details of investment made and/or proposed to be made in 
eligible activities along with completion schedule of the 
project for new and incomplete projects - 

(0 setting up new grass root refineries and/or expansion of the existing 
refineries along with facilities like crude oil receipt and transportation 
facilities: 

(ii) exploration and production of hydrocarbons including coal bed 
methane, and associated facilities like crude oil/natural gas pipelines, 
crude off and natural gas processing plants. 

(iii) terminals for crude oil/LNG. 

(iv) common carrier natural gas/petroleum products/LPG pipelines; 


(v) investment in the above activities for setting up additional assets for 
improvement in quality of product to meet environmentally related 
norms. 

Note:- The activities other than those specified above would not be eligible. 

6.0 Time for the completion of new and incomplete projects to be 
indicated with completion date. 

ills of scheme of marketing - 

ounce of supply of products to be marketed; 

lge and other infrastructure established/proposed to be established 
I with their capacity; 

is of transportation of products to depots and to retail outlets; 
umber and locations of retail outlets proposed to be established and 
s of their storage and dispensing capacity; 
total quantum and type of products to be covered under the 
arketing scheme. 

ails on the above may be separately attached. 

mode of compliance relating to retail service obligations and 
teting service obligations. 

er of retail outlets proposed to be set up in remote areas/low service 
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(ii) other marketing infrastructure proposed to be set up in remote areas/low 

service areas; 

(iii) commercial agreements proposed, if any, with the existing marketing 
companies. 

(iv) Others(please specify) 

9. Details of application fee paid. 

10i DECLARATION 

Certified that the above information is true to the best of my knowledge 
and belief and the information as annexures and statements accompanying this 
application are correct, complete and truly stated and if any statement made 
herein is found to be incorrect, I shall be liable for action under the prov.s.ons of 
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law. 

Date:. 


(Signature) 


Name: 


Designation: 


SCHEDULE III 

See Clause 8(4) 

Laboratories for testing of Petroleum Product Samples 
l.Marketing and Refinery Laboratories of Oil Companies 


All the Marketing (including Mobile Laboratones) and Wtof 
Laboratories of Bharat Petroleum Corporation Limited, Hindus^. 
Petroleum Corporation Limited, Indian Oil Corporation Limited at J 

IBP Co. Limited, . d n New 

Bongaigaon Oil Refinery Ltd., Refinery laboratory, P.0. New 

Bongaigoan, dist. Kokrajhar, Assam, , . Manait 

Chennai Petroleum Corpn. Ltd., Refinery laboratory, Manali, 

tochTRefinery Ltd jRefir^ Laboratory, Post Ambalamugal, Kochi 

M Sre K tefin4r/ and Pet^hemicals p Lt * ^^ 30^^574 
Kuthethoor, P.0. Katipalla, Moodapadav, P.B. No. 2, Mangalore b/ 

“»"» uto ** y ' <““***■ 
Digvnayagram (PO) Jamnagar (Dist) - 361 140, Gujarat. 


(0 

00 

(iii) 

(iv) 
(V) 

(Vi) 
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Laboratories 




(i) Director of Airworthiness, Civil Aviation Deptt. Laboratory, Block 
Il/m East, R.K. Puram, New Delhi 110 066; 

(«) National Test House, 11/1, Judges Court Road, Alipore, Calcutta- 
700 027; 

(iii) National Physical Laboratory, Pusa, New Delhi-110 012; 

(iv) Chemical Testing and Analytical Laboratory, Industries and 
Commerce Department, Government of Tamil Nadu, Guindy; and 

defence Laboratories 

(i) Chief Controlrate of Materials, Controlrate General of Stores 
Laboratory, IGS Kanpur, P.B. No. 229, Kanpur; 

W Inspectorate General of Stores Laboratory (I.G.S.L), DGI Complex, 
Chennai -600 114; 

(iii) Inspectorate General of Stores Laboratory, DGI Complek, Hastings, 
Calcutta - 700 022: and 

00 Inspectorate General of Stores Laboratory, DGI Complex, Vikhroli 
Mumbai - 400 083. 

*er Laboratories 

Central Power Research Institute, Bangalore 

) Fuel Testing Laboratory, Society for Petroleum Laboratory B-14 
Sector 62, Noida, U.P.; 

i) Indian Institute of Petroleum, Dehra Dun 248 005; 

0 Iwten Institute of Technology, Guindy, Chennai; 

) Indian Institute of Technology, Hauz Khas, New Delhi; 
i) Indian Institute of Technology, Powai, Mumbai; 

0 Indian Institute of Technology, Kharagpur; 

Regional Research Laboratory, Uppal Road, Hyderabad - 500 007* 

) Ramdev Baba Engineering College, Kalol Road, Nagpur 440 013 
Maharashtra; and ' 

(x Lakshmi Narayan Institute of Technology, Amravati Road, Naapur 
440 010 Maharashtra. 


Formsk Laboratories in the States/Union Territories 

[E. No. P-11013/09/2003-Dist.] 
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